|RANDALL'S NEW VALVE ADJUSTING BOLT CLIPPERS 
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i the great feature of pee in 
_ these Clippers over all others 


No weak spots in the whole Clipper. Knives tempered in the 
most careful manner. Every (Clipper ey tested before 
it leaves our factory. No. 3 cuts 3¢ inch or less. No. 4cuts 44 
inch or less. No. 5 cuts % inch or less. 


Address PT) RANDALL & SON, TROY, N. Y. U.S. A, 


